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INSPECTION SHEET 


sais Acma Method of 
Dimension AREE Dimension | “°°°P Inspection Comments 
+1-0.030 
2.02 +/-0.030 
4.75 +/-0.030 
0.040 +/-0.010 


T 


Measured by: Checked by: QC Inspector: 
Date: Date: Date: 
Engineering Approval: t 
(If necessary) Date: 


Rev Date Change Revised; Approved 
16.03.18 | New Issue KJ 
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